First  Christian  Church,  Springfield.  Illinois,  of 
pure  Gothic  Architecture,  closely  following  the 
design  of  Melrose  Abbey  in  Scotland,  stands  at 
the  intersection  of  two  of  the  city's  most  beau- 
tifully shaded  residence  streets  near  the  business 
center.  Its  impressive  auditorium  is  an  inspir- 
ation   to  worship. 
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